'Congregational  Church  and 
World  War  I  Memorial': 
West  Haven,  Conn. 


THE  FIRST  CONGBEGATIONAL  CHURCH  of 
West  Haven  wcrs  organized  in  1719.  Present 
building  completed  in  1860  at  a  cost  of 
$10,000.  When  church  steeple  was  destroyed 
in  hurricane  of  November  25,  1950,  the  church 
people  with  substantial  aid  of  town  folk, 
rebuilt  it  at  a  cost  of  $100,000. 
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